THE DAY AFTER DEATH.

quantity of light, which may be taken as equivalent to that
of 500 candles. The electric light produced by a voltaic
battery of from 60 to 80 coils, produces a luminous arc equal
to the light of 800 or 1000 candles. In the latter instance the
voltaic arc, according fco Eouguer and Wollaston, would give
75 times less light than the sun, supposing the luminous elec-
tric point to be placed at a distance of one metre.

With very powerful batteries, it has been possible to go
further, and produce a light not much inferior to that of the
sun. Messieurs Fizeau and Foucault, by comparing the light
of a voltaic arc, produced by the action of three series of
Eunsen's coils, of forty-six couples each, with the light of the
sun in a clear sky in April, have established that the light-
giving power of the sun is not more than twice and a half
that of the electric light.

The preceding numbers represent the light-giving power of
the sun upon our globe, taking into account atmospheric ab-
sorption. Arago, on endeavouring to determine the intrinsic
light-giving power of the sun, found that the intensity of the
solar light is 52,000 times greater than that of a candle placed
at one metre. But, according to more recent researches for
which we are indebted to Mr. Edmond Becquerel, the result
obtained by Arago is greatly inferior to the truth, and the
light of the central star is 180,000 times greater than that of
a candle placed at one metre.

All the planets, attended by their satellites, and all the
comets which accidentally manifest themselves to us, turn
round the sun. The sun remains motionless in the midst